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PAGE 01 STATE 234827 
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ORIGIN AEC-07 

INFO OCT-01 10-10 ISO-OO FEA-01 ACDA-10 CIAE-00 INR-07 
L-02 NSAE-00 NSC-05 RSC-01 OES-04 /048 R 
66610 

DRAFTED BY: USAEC/DRGL:EETUCKER 
APPROVED BY: OES/SCI/AE-JLBLOOM 
USAEC/DRGL:JDLAFLEUR JR 
IO/SCT-FLANCETTI 

113864 

R 242230Z OCT 74 
FM SECSTATE WASHDC 
TO USMISSION IAEA VIENNA 

UNCLAS STATE 234827 

E.O. 11652: N/A 
TAGS: TECH, IAEA 

SUBJ: IAEA OPERATIONAL DATA AND FAILURE INFORMATION ON NUCLEAR 
POWER REACTORS 

1. DR. S. HANAUER. USAEC/REG, ADVISES THAT AT RECENT ISO-TC85/SC3 
MEETING ON OCTOBER 9, 1974, N. RAISIC OF AGENCY STAFF MENTIONED IAEA 
PROGRAM TO COLLECT AND ANALYZE OPERATING INFORMATION AND FAILURE 
RATE DATA FOR NUCLEAR REACTORS. 

2. WOULD APPRECIATE INFO REGARDING PROGRAM AND POSSIBILITY OF 
USAEC/REG OBTAINING DATA. INGERSOLL 
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Disposition Date: 01 JAN 1960 
Disposition Event: 
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Disposition Remarks: 

Document Number: 1974STATE234827 
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Document Unique ID: 00 

Drafter: USAEC/DRGLEETUCKER 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740305-0054 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19741018/aaaaapgm.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
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